ELSEVIER 


Analytica Chimica Acta 321 (1996) 279-281 


Author Index 


Abbas, A.B., see Hassan, S.S.M. 47 
Abdel-Aziz, R.M., see Hassan, S.S.M. 47 
Abrigo, C., see Marengo, E. 225 
Alexander, P.W., see Di Benedetto, L.T. 61 
Andreev, G.N. 
— and Argirov, O.K. 
EXPIRS, an expert system for generation of alternative sets of 
substructures, derived by infrared spectra interpretation 105 
Argirov, O.K., see Andreev, G.N. 105 


Badr, I.H.A. 
—, Meyerhoff, M.E. and Hassan, S.S.M. 
Metalloporphyrin-based polymer membrane electrode with 
high selectivity for 2-hydroxybenzhydroxamate 11 

Baeyens, W., see Van Overbeke, A. 245 

Baeza-Baeza, J.J., see Xie, Y.-L. 75 

Brajter-Toth, A., see Hsueh, C.C. 209 

Brown, R.B., see Liu, D. 173 


Cano Pavén, J.M., see Jimena Garcia, J.A. 273 

Carabias Martinez, R. 
—, Rodriguez Gonzalo, E., Santiago Toribio, M.P. and 
Hernandez Méndez, J. 
Determination of triazines in surface waters by membrane 
separation coupled on-line to a flow-injection system and 
partial least squares regression 147 

Chen, C.-C. 
— and Lin, C.-E. 
Analysis of copper corrosion inhibitors by capillary zone 
electrophoresis 215 

Chmurzyfski, L. 
Studies on correlations of acid-base properties of substituted 
pyridine N-oxides in solutions. Part 1. Correlations of the pK, 
values in non-aqueous solvents and water 237 

Clouser, D.L. 
— and Jurs, P.C. 
The simulation of '*C nuclear magnetic resonance spectra of 
dibenzofurans using multiple linear regression analysis and 
neural networks 127 

Cronan, C., see Lakshman, S. 113 

Cybulska, A., see Koncki, R. 27 


Decambox, P., see Moulin, C. 121 
Degueldre, C. 
— and Taibi, K. 
Polarographic behaviour and determination of uranium(VI) in 


alcoholic solutions from organic extraction phases 201 
Dennis, J., see Martin, G.J. 137 
Dewaele, C., see Van Overbeke, A. 245 
Di Benedetto, L.T. 
—, Alexander, P.W. and Hibbert, D.B. 
Portable battery-powered flow injection analyser for volatile 
alcohols using semiconductor gas sensors 61 


Fang, F., see Lakshman, S. 113 

Ferri, T. 
— and Sangiorgio, P. 
Determination of selenium speciation in river waters by ad- 
sorption on iron(III)—Chelex-100 resin and differential pulse 
cathodic stripping voltammetry 185 


Garcia Sanchez, F., see Navas Diaz, A. 219 
Gennaro, M.C., see Marengo, E. 225 

Giménez Plaza, J., see Jimena Garcia, J.A. 273 
Gtab, S., see Koncki, R. 27 

Gonzilez Garcia, J.A., see Navas Diaz, A. 219 


Hanada, N., see Katsu, T. 21 

Hassan, S.S.M. 
—, Abdel-Aziz, R.M. and Abbas, A.B. 
Potentiometric membrane sensors for the selective determina- 
tion of cinnarizine in pharmaceutical preparations 47 

Hassan, S.S.M., see Badr, I.H.A. 11 

Haswell, S.J., see Sadok, S. 69 

Hernandez Méndez, J., see Carabias Martinez, R. 147 

Hibbert, D.B., see Di Benedetto, L.T. 61 

Hsueh, C.C. 
— and Brajter-Toth, A. 
A simple current transducer for ultramicroelectrode measure- 
ments at a wide range of time scales 209 


Jaffrezic-Renault, N., see Jdanova, A.S. 35 

Jdanova, A.S. 
—, Poyard, S., Soldatkin, A.P., Jaffrezic-Renault, N. and 
Martelet, C. 
Conductometric urea sensor. Use of additional membranes for 
the improvement of its analytical characteristics 35 

Jimena Garcia, J.A. 
—, Giménez Plaza, J. and Cano Pavén, J.M. 
Determination of active components in insecticide formula- 
tions by liquid chromatography and resolution of overlapped 


CHIMICA 
ACTA 


280 Author Index 


peaks by multivariate analysis and derivative spectrophotome- 
try 273 

Jiménez-Prieto, R. 
—, Silva, M. and Pérez-Bendito, D. 
Determination of gallic acid by an oscillating chemical reac- 
tion using the analyte pulse perturbation technique 53 

Jun, X. 
—, Lima, J.L.F.C. and Montenegro, M.C.B.S.M. 
Simultaneous determination of inorganic anions and car- 
boxylic acids in wine using isocratic separation on a perma- 
nently coated reversed-phase column and UV indirect detec- 
tion 263 

Jurs, P.C., see Clouser, D.L. 127 


Katsu, T. 
— and Hanada, N. 
Determination of cholinesterase in blood serum using a ben- 
zoate-selective membrane electrode made with heptyl-4-triflu- 
oroacetylbenzoate neutral carrier 21 

Koncki, R. 
—, Leszczyfiska, E., Cybulska, A. and Gtab, S. 
Penicillin enzyme biosensors based on pH membrane elec- 
trodes 27 

Koziet, J., see Martin, G.J. 137 


Lakshman, S. 
—, Mills, R., Fang, F., Patterson, H. and Cronan, C. 
Use of fluorescence polarization to probe the structure and 
aluminum complexation of three molecular weight fractions of 
a soil fulvic acid 113 

Leszezyfska, E., see Koncki, R. 27 

Li, H. 
—, Xu, L., Yang, Y. and Su, Q. 
Quantitative structure—property relationships for colour 
reagents and their colour reactions with ytterbium using re- 
gression analysis and computational neural networks 97 

Lima, J.L.F.C., see Jun, X. 263 

Lin, C.-E., see Chen, C.-C. 215 

Liu, D. 
—, Meruva, R.K., Brown, R.B. and Meyerhoff, M.E. 
Enhancing EMF stability of solid-state ion-selective sensors 
by incorporating lipophilic silver-ligand complexes within 
polymeric films 173 

Lovillo, J., see Navas Diaz, A. 219 


Macca, C. 
Determination of potentiometric selectivity 1 

Marengo, E. 
—, Gennaro, M.C. and Abrigo, C. 
Investigation by experimental design and regression models of 
the effect of five experimental factors on ion-interaction high- 
performance liquid chromatographic retention 225 

Martelet, C., see Jdanova, A.S. 35 

Martin, G.J. 
—, Koziet, J., Rossmann, A. and Dennis, J. 
Site-specific natural isotope fractionation in fruit juices deter- 
mined by deuterium NMR. An European inter-laboratory com- 
parison study 137 


Matsumoto, K. 
— and Tsukatani, T. 
Simultaneous quantitation of citrate and isocitrate in citrus 
juice by a flow-injection method based on the use of enzyme 
reactors 157 

Meruva, R.K., see Liu, D. 173 

Meyerhoff, M.E., see Badr, I.H.A. 11 

Meyerhoff, M.E., see Liu, D. 173 

Mills, R., see Lakshman, S. 113 

Montenegro, M.C.B.S.M., see Jun, X. 263 

Montgomery, E.R. 
— and Murray, R.W. 
Trace analysis of neutral organic species using thin-layer 
electrochemistry 195 

Moulin, C. 
—, Decambox, P. and Trecani, L. 
Direct and fast uranium determination in zirconium by time- 
resolved laser-induced fluorescence spectrometry 121 

Murray, R.W., see Montgomery, E.R. 195 


Nakano, N. 
Development of a monitoring tape for nitrogen dioxide in air 
41 

Navas Diaz, A. 
—, Garcia Sanchez, F., Lovillo, J. and Gonzalez Garcia, J.A. 
Enhanced chemiluminescence kinetic ELISA of dichlorprop 
methyl ester 219 

Newman, J.D., see White, S.F. 165 


Patterson, H., see Lakshman, S. 113 
Pérez-Bendito, D., see Jiménez-Prieto, R. 53 
Poyard, S., see Jdanova, A.S. 35 


Ramis-Ramos, G., see Xie, Y.-L. 75 
Rodriguez Gonzalo, E., see Carabias Martinez, R. 147 
Rossmann, A., see Martin, G.J. 137 


Sadok, S. 
—, Uglow, R.F. and Haswell, S.J. 
Determination of trimethylamine in fish by flow injection 
analysis 69 

Sangiorgio, P., see Ferri, T. 185 

Santiago Toribio, M.P., see Carabias Martinez, R. 147 

Silva, M., see Jiménez-Prieto, R. 53 

Soldatkin, A.P., see Jdanova, A.S. 35 

Su, Q., see Li, H. 97 


Taibi, K., see Degueldre, C. 201 
Tothill, I.E., see White, S.F. 165 
Trecani, L., see Moulin, C. 121 
Tsukatani, T., see Matsumoto, K. 157 
Turner, A.P.F., see White, S.F. 165 


Uglow, R.F., see Sadok, S. 69 
Van Overbeke, A. 


—, Baeyens, W. and Dewaele, C. 
Enantiomeric separation of six 2-arylpropionic acids after 


Author Index 


pre-column derivatization with various amines and alcohols on 
a cellulose-based chiral stationary phase 245 


White, S.F. 
—, Tothill, 1.E., Newman, J.D. and Turner, A.P.F. 
Development of a mass-producible glucose biosensor and 
flow-injection analysis system suitable for on-line monitoring 
during fermentations 165 


Xie, Y.-L. 
—, Baeza-Baeza, J.J. and Ramis-Ramos, G. 
A comparative study of several chemometric methods applied 
to the treatment of two-way kinetic-spectral data for mixture 
resolution 75 

Xu, L., see Li, H. 97 


Yang, Y., see Li, H. 97 


